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January 22, 1958, 
City Hall. 


Members present: C. J. Richards, Car] 
Moore, E. J. Baker and Inspectors Donald 
E. Deal and Claude Edwards. 


Meeting called to order by Chairman 
Richards at 7:30 P.M. 


George Hull was interviewed about his 
status as a licensed contractor. He has 
paid up his past due inspection fees and 
has no unfinished work outstanding. The 
Board recommended that Mr. Hull be allow- 
ed to continue in business provided fees 
are paid when billed hereafter. 


E. T. Barnes, presently of 644 Dunlap 
Street, requested permission to install a 
new 100 ampere service on a house he has 
purchased and moved to 4717 Ora Street, 
with the intention of moving in when fin- 
ished. The Board concluded, after careful 
interrogation, that Mr. Barnes does not 
possess enough technical knowledge to in- 
stall an electrical service that would be 
electrically safe. 


Request denied. 


Chauncey Corser requested permission to 
move an existing service, on a building 
which he recently bought and moved to 
1008 Regent Street, and which he intends 
to live in, from its present location to a 
new location as indicated by the engineers 
of the Board of Water and Light. After 
careful interrogation the Board concluded 
Mr. Corser has sufficient technical knowl- 
edge to perform the work required to leave 
the service electrically safe. 


Request for permit granted. 


O. S. Gates applied for examination for 
Class ‘‘A” Industrial License to allow his 
employer, Quality Dairy Company, to ob- 
tain their Class II Contracter License. 
Examination granted and started in another 
room with Mr. Edwards supervising. Board 
noted that Mr. Gates has had fifteen years 
experience in maintenance field and re- 
quested Secretary to consider said experi- 
ence in grading examination. 


Meeting adjourned at 9:30 P.M. 


Mr. Deal and Edwards completed exami- 
nation. 


Respectfully submitted, 
DONALD E. DEAL. 
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February 18, 1958, 
City Hall. 


ROLL CALL 


Members present—Chairman C. J. Rich- 
ards, E. J. Baker, Carl Moore, and Inspec- 
tors Donald E. Deal and Claude E. Edwards. 


Meeting called to order at 7:30 P.M. by 
Chairman Richards. 


Henry Sovis, 123 Jackson Street, re- 
quested permission to install a service in 
a new house he is building to be his own 
residence. After oral interrogation, the 
Board granted permission to install a 100 
ampere service. 


George W. Heatherman, holder of a 
class ‘“‘A’’ Journeyman license, requested 


a Class “I’? Contractors License. The 
Board found Mr. Heatherman qualified and 
granted the license. 


Floyd Alden, 1714 Lenore Street, re- 
quested permission to install a 100 ampere 
service in a new house built at 4916 Ora 
Street for his own residence. The Board 
interrogated Mr. Alden and, finding him 
qualified, granted the permit. , 


The Board discussed the coming National 
Wiring Conference, then considered some 
of the suggested amendments to the Elec- 
trical Ordinance. The Board expects to 
i their recommendations ready in 30 
ays. 


Meeting adjourned at 10:00 P.M. 
Respectfully submitted, 


DONALD E. DEAL, © 
Secretary. 
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$34 COUNCIL PROCEEDINGS 


eIt was moved by Petroff, supported by 
Kelley, that the appeal by Central Trust 
Go., .Trustee of the Estate of Ray Sablain, 
deveased, to alter a. building front -by in- 
stalling new: doors, ordinance not: permit- 
ting alterations on non-conforming | uses 
at..2827 S. Cedar St., be. reconsidered. 


Motion carried. 


It:‘was moved by Guyselman, supported 
by Petroff, that the appeal be granted 
subject ‘to correction of the unsightliness 
of ‘the back yard area and the broken down 


= ' 


MARCH 24,. 1958 


back yard fence to the satisfaction of the 
Building Commissioner and the provision 
of orderly arrangement for parking under 
(7) Section 21 of the Lansing Zoning Ordi- 
nance to relieve a practical difficulty as 
it will not, adversely affect the adjoining 
property. 


Motion carried. 


The meeting adjourned at 10:00 P.M. 


VICTOR G. LEYRER, 
Secretary. 
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- March 18, 1958 
City Hall 


’ Members present—Chairman C. J. Rich- 
ards, E. J. Baker, Carl Moore and Inspec- 
—. Donald E. Deal and Claude E. Ed- 
waras. 


Absent—none. 


Meeting called to order at 7:30 P.M. by 
Chairman Richards. 


Robert D. Taylor applied for examination 
for Class “B” Electrical License. Permis- 
sion granted and examination started in 
another room. 


“The Board reviewed the proposed amend- 
ments to the Electrical Ordinanee. The 


Board finds that the amendments appear 
satisfactory and in compliance with the 
Michigan State Electrical Law, being Act 
No. 217, Public Acts of 1956, as amended 
by Act No. 205, Public Acts of 1957. The 
Board now recommends that the proposed 
amendments be referred to the Board of 
Public Service and the City Attorney for 
examination before being presented to the 
Council of the City of Lansing. 


Meeting adjourned at 9:30 P.M. 


Mr. Deal and Edwards remained to com- 
plete the examination. 


Respectfully submitted, 


DONALD E. DEAL 
Secretary 
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Proceedings, April 21, 1958 





Members present—C. J. Richards and 
E. J. Baker, Inspectors Donald E. Deal 
and Claude E. Edwards. 


Eugene McCloy appeared for examina- 
tion for electrical license. Examination 
started in another room. 


A quorum not being present, the meet- 
ing was not called to order. 


The evening was used to review and 
discuss the proposed amendments to the 
electrical ordinance. 


Discussion and examination ended at 
10:30 P.M. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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May 20, 1958. 
Members Present—C. J. Richards and 


Carl Moore. Inspectors Donald E. Deal 
and Claude E. Edwards. 


Richard Smith applied for examination 
for contractor’s license. 

Examination granted and started in an- 
other room. , 


Members present studied the modification 


and corrections to the recommended ordi- 
nance changes, as proposed by the Board 
of Public Service. A quorum not being 
present, the meeting was not called to 
order. 


Examination was completed at 10:00 P.M. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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June 20, 1958, 
June 17, 1958, 


ROLL CALL 


Members Present—Chairman C. J. Rich- 
ards, Carl Moore, E. J. Baker, Deane J. 
Battley and Inspectors Donald E. Deal 
and Claude E. Edwards. 


Meeting called to order at 7:20 P.M. 


Peter Vuich of 214 Woodlawn appeared 
to request a permit to rewire an existing 
house that he has purchased and intends 
to live in. The Board questioned Mr. 
Vuich, then discussed his answers in pri- 
vate. Mr. Vuich was informed that the 
Board finds him not qualified to perform 
all the work in a safe manner and permit 
is denied for service installation. He may 
peony the distribution wiring inside the 
ouse. 


Moses Terry of 606 Mifflin appeared to 
request a permit to wire a new house in 
which he intends to reside. Mr. Terry has 
performed this type of work outside the 
city and answered questions readily. 


Board granted permit. 


Glen’s Electric appeared to answer why 
inspection fees have not been paid on time. 
His explanation was accepted with his 
promise to keep fees up to date in the 
future, 


Lapp’s Electric appeared to answer ques- 
tions of why inspection fees have not been 


paid on time. His explanation was ac- 
cepted with his promise to keep fees up 
to date in the future. 


Thomas Esch appeared to answer ques- 
tions of why inspection fees have not been 
paid on time. His explanation was ac- 
cepted with his promise to keep fees paid 
up to date in the future. 


Laurence Mueller of West Willow Street 
applied for a license. His state license 
was revoked when it was discovered he 
lived in Lansing. The Board granted him 
a Class “B” Journeyman License and per- 
mission to write for a contractors license. 


Leon Sparks appeared to answer charges 
of violation of ordinance. His explanation 
was accepted with a reprimand and warn- 
ing to meet the requirements of the ordi- 
nance hereafter. 


Ronald Bohnet appeared to request a 
classification change to Class ‘‘A” license. 
The Board found Mr. Bohnet qualified and 
granted the change. 


Rod Miller and Clarence Hannill were 
examined for Class “B” license with Mr. 
Edwards supervising the examination. 


Adjourned at 10:00 P.M. 
Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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July 15, 1958, 
City Hall. 


Members Present—Chairman C. J. Rich- 
ards, E. J. Baker, Deane J. Battley, Carl 
Moore and Inspectors Donald E. Deal and 
Claude E. Edwards. 


Absent—None. 


Meeting called to order by Chairman 
Richards at 7:30 P.M. 


Thomas Stiling requested examination 
for class “B’? journeyman license, request 
granted and examination started in another 
room, supervised by Mr. Edwards. 


Alexis S. Efthymiopoulos, a graduate 
electrical engineer with a diploma from a 
University in Greece and bearing Electrical 
Licenses from Greece and Brazil, requested 


consideration of his qualifications as an 
electrical journeyman. After examining the 
documents presented, the Board found the 
applicant qualified and instructed the Chief 
Electrical Inspector to issue a Class ‘‘B” 
journeyman license after proper application 
and payment of fees. 


A discussion followed on the additional 
work expected as a result of the recent 
annexation. 


Meeting adjourned at 9:30 P.M. 


Examination completed and records filed 
by inspectors before leaving. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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August 18, 1958, 
City Hall. 


ROLL CALL 


Members Present—Chairman C. J. Rich- 
ards, Carl Moore, D. P. Robinson and 
Inspectors Donald E. Deal and Claude Ed- 
wards. 


Meeting called to order by Chairman 
Richards at 7:30 P.M. 


Applicants Paul W. Boutwell and Jerry 
L. Brown appeared for examination for 
class “B’’ Journeyman License. 


Examination started under supervision 
of Mr. Edwards. 


A lengthy discussion of Article 500 
N.E.C. was followed by a motion by 
Robinson, seconded by Moore, ‘Hereafter 


Section 5105 of 1956 N.E.C. will be enforced 
as written.’’ 


Motion passed. 


Chief Inspector requested to write to 
Design Department of Phillips 66 Gasoline 
Company with reference to proper design 
i eee requirements of Section 5105 of 


After a lengthy discussion of the new 
Chicago Code, a motion was made _ by 
Robinson, seconded by Moore, that Chief 
Inspector send for a copy of the 1958 
Chicago Code to be used as comparative 
reference. 


Motion to adjourn at 9:30 P.M. 
Examination completed at 10:00 P.M. 
Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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Proceedings, September 16, 1958 


_._.. Proceedings of September 16, 1958_..._. 

Members Present—Chairman C. J. Rich- 
ards, D. J. Battley, Carl Moore, E. J. Baker, 
D. P. Robinson and Inspector Donald E. 
Deal. 


Guests—R. E. Rider, Director Michigan 
State Electrical Administrative Board; Ver- 
non English, Senior Electrical Inspector, 
Michigan State Electrical Administrative 
Board; R. Sparks, Electrical and Building 
Inspection of the City of East Lansing; 
Mr. Summers and Mr. Helmic, Board of 
Water and Light Meter Department; Mr. 
Ceven and Mr. Konen, Lansing Electric 
Company. 


Ernest Downs and Merle Bates appeared 
for examination and were placed in sepa- 
rate rooms to allow privacy in writing. 


The purpose of our guests was to discuss 
possible methods on installing service masts 
properly and to discuss inspection methods 
to determine that safe standards of installa- 
tion will be used in the future. 


It was agreed, bolting through a rafter 
or backing board of not less than 1% 
inches thickness, by either 4 or 6 inch 
width and properly attached to the structure 
of the building and placed in such a man- 
ner as to take the strain that is placed on 
the mast by the line drops will be accept- 
able, except, where the mast passes through 
an overhanging roof, a suitable flange 
firmly attached to the roof boards so as 
to spread the strain, will be accepted. Such 
a mast, or bolts to hold such mast, will be 
installed and inspected before any material, 
which will cover the bolts, has been in- 
stalled. It was noted, that if the above 
fasteners can be inspected at the time of 
the rough wiring inspection, it will elimi- 
nate the need for an additional inspection 
and may avoid delay on the job. 


pier meeting called to order at 8:15 


The Board considered the request of 
Claude Root for renewal of journeyman 
license that was allowed to expire because 
of illness. 


Renewal approved. 


Motion by Battley, seconded by Moore and 
passed. 


Report of Convention by Mr. Deal, in- 
eluding projected changes in 1959 N.E. 
Code. 


New grounding clips introduced by Mr. 
Deal, for examination and recommendation 
by Board. 


Motion by Robinson and seconded by 
Moore, this type grounding clip terminal 
be allowed when inspection shows proper 
installation. 


Passed. 


Motion by Baker to adjourn, seconded by 
Battley. 


Passed. 


Adjourned at 9:30 P.M. 
Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 


Examinations completed and collected by 
Deal. 
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October 21, 1958. 


ROLL CALL 


Members Present—Chairman C. J. Rich- 
ards, D. J. Battley, E. J. Baker, Carl Moore, 
D. P. Robinson and Inspectors Donald E. 
Deal and Claude Edwards. 


Meeting called to order by Chairman 
Richards at 7:30 P.M. 


W. E. Pollard requested examination for 
Class ‘‘A”’ license. 


Adam Kessler requested examination for 
Class ‘A’? license, 


Both examinations granted and started 
in another room. 


Keith Morley requested a permit to in- 
stall 100 amp service on a new home he 
is building. The Board questioned Mr. 
Morley at length in oral examination. Mr. 
Morley is obviously handicapped by lack 
of experience and knowledge of materials. 


Motion by Robinson, seconded by Battley. 
Mr. Morley be denied permission to install 
service on a home erected at 1521 North 
Jenison Street, in the interest of safety 
to him and his family, and the public. 


Motion carried. 


A local Electrical Contractor submitted 
plans for an eighteen family apartment 
building, with the request that this Board 
decide whether or not this building must 
be wired as a commercial building or if 
it may be wired as residential. The Board 
pointed out the City Ordinance number 
260, Section 23.16, Part 10—Commercial 
and Industrial Buildings—All new wiring 
shall be in conduit, except by special per- 
mission from the authority enforcing the 
Ordinance. Approved circuit breakers shall 
be provided for all circuits and feeders 
of 100 amperes capacity or less. Any mul- 
tiple dwelling, housing more than two (2) 
families, shall be classified commercial. 


The Board can see no need for action as 


this section of the ordinance is self- 
explanatory. 


Motion to adjourn by Robinson, seconded 
by Battley. 


Passed. 


Inspectors Deal and Edwards completed 
examination and filed papers. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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November 18, 1958. 


ROLL CALL 


Members Present—-Chairman C. J. Rich- 
ards, E. J. Baker, D. J. Battley and In- 
spectors Donald E. Deal and Claude E. 
Edwards. 


' Meeting called to order by Chairman 
Richards at 7:30 P.M. 


Mr. Keith Norris, newly appointed mem- 
ber, attended as an observer, and was in- 
troduced to the other members. 


Mr.-Rasmussen of 4811 Ora Street ap- 
peared to. request permit to install a 100 
ampere service on his own residence. After 
a satisfactory oral examination the permit 
was granted. 


_A motion was made by Baker ‘and sec- 


onded by Battley, that a letter be written 
to the Board of Public Service requesting 
at least one additional inspector and in- 
eluding other suggestions pertinent to the 
economical operation of the Electrical In- 
spection Department. 


Passed. 


A resolution was passed to submit copies 
of Residential Wiring Handbook. This 
booklet has now been accepted as an 
A.S.A. standard and should be considered 
as a possible addition to our ordinance to 
supplement the National Electrical e. 
This booklet is a planning and design gning 
guide for residential wiring. ; 

A discussion of aluminum conduit and 
aluminum conductors followed. 


# 
py 


Meeting adjourned at 9:30 P.M. © rie 


Respectfully submitted, | 


DONALD E. DEAL; 
Secretary. 3 
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ith Floor, City Hall, 
Lansing, Michigan, 


December 16, 1958. 


ROLL CALL 


Members present—Chairman C. J. Rich- 
ards, E. J. Baker, Carl Moore and Keith 
Norris, and Inspectors Donald E. Deal and 
Claude Edwards. 


Proposed ordinance amendments  dis- 
cussed at length. Ordinance Committee to 
meet for consideration of these proposals 
Thursday, December 18, 1958. 


Deal announced a contractor desired to 
use electrical fittings known as 0.Z.HRE 


or O.Z.KR75 for sealing conduits at a 
gasoline dispensing station. These items 
are not approved or listed by Underwriters 
Laboratories for that application. The 
Board agreed that inspector is right in 
denying permission for such use. 


The Board discussed classic example of 
impractical fee structures noting a resi- 
dence presently being completed in which 
the electrical contract alone runs over 
$20,000.00 and the inspection fees are the 
same as any other residence, namely $2.00 
per inspection. 


Meeting adjourned at 9:00 P.M. 


Respectfully submitted, 


DONALD E. DEAL, 
Secretary. 
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